MONUMENT  RECORD 
State  of  Indiana  -  County  of  Monroe 

Section:  5  Township:  8  North  Range:  2  West  Corner  ID:  VanBu  G-01 

Monument  Description  &  Remarks:  1"  Iron  Pipe  1ft  above  ground  found.  Offset  comer  (Rich 
G-25)  at  Pt.  (E).  Survey  Sign  4ft  above  ground  at  Pt.  (B).  &  2.5ft  above  ground  at  Pt.  (E). 
References  On  File:  Ben  E.  Bledsoe  survey,  Herschel  &  Mary  Hacker  (1997),  on  file  in  the 
Surveyors  office  &  Recorders  office,  (book  4  page  117). 
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